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meters, which must have an independent cutoff in the street, and in
no case will it be allowed through the same meter.
When more than one house owned by the same party shall be sup-
plied through the same meter and afterward a part of the property
be sold, the parcel sold must be disconnected from the supply and a
separate meter put in, if the property sold is to be supplied with city
water. Properties under one ownership will be supplied through one
meter only, when they are adjoining.
SECTION 34: Stop and waste cock.--The stop and waste cock,
or cut-off valve, must be placed by the property owner at the property
line, or at such point where the pipe leaves the street line; such cock
or valve to be under the control of the tenant or owner, to be used in
case of break or other necessity whereby pipes to be repaired can be
cut off without the necessity for using the street corporation cutoff.
This is not intended to take the place of the ordinary stop and waste
cock located within the premises, to be used to drain the pipes to pre-
vent damages by freezing. As many additional stop and waste cocks
as desired by the owner may be placed within the premises, to be used
according to desire or convenience.
SICTION 35: Commission may restrict use.--Vhen it shall appear
and shall be determined by the Commission that there is a short-
age of the water supply of the sub-district or that a shortage of the
said water supply is about to result for any reason, then in order to
protect and best serve the health and welfare of the citizens of the
said sub-district and the public generally the Commission may pre-
scribe the manner in which, the purposes for which, and the hours
during which water supplied by the said sub-district, through its water
system shall be used, and the quantity which may be used, and may
prescribe the manner in which water. may not be used, the uses water
may not be put to, and the hours during which water may not be used.
SECTION 36: Same-resolution-pul~tication .--Vhen it shall appear
and shall have been determined by the Commission that there is a
shortage of water supply of the sub-district or that a shortage of said
water supply is about to result for any reason, then the Commission
shall by resolution prescribe the manner in which water supplied by
the said sub-district, through its water system shall be used, the
hours during which water may be used, and the quantity thereof, and
shall prescribe the manner in which water may not be used, the uses
water may not be put to, and the hours during which water may not
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